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CIHM/ICMH 

Microfiche 

Series. 


CIHM/ICIVIH 
Collection  de 
microfiches. 


Canadian  Institute  for  Historical  Microreproductions  /  Institut  Canadian  de  microreproductions  historiquas 


Technical  and  Bibliographic  Notaa/Notas  tachniquaa  at  bibiiographiquaa 


Tha  Instjtuta  haa  anamptad  to  obtain  tha  baat 
original  copy  availabia  for  filming.  Faaturaa  of  thia 
copy  which  may  ba  bibliographically  uniqua, 
which  may  altar  any  of  tha  imagaa  in  tha 
raproduction,  or  which  may  significantly  changa 
tha  usual  mathod  of  filming,  ara  chackad  balow. 


□    Colourad  covara/ 
Couvartura  da  couiaur 


r~7|    Covars  damagad/ 


Couvartura  andommagte 


□   Covars  rastorad  and/or  laminatad/ 
Couvartura  raataurAa  at/ou  pailiculAa 
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n 
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Covor  titia  miasing/ 

La  titra  da  couvartura  manqua 


I — I   Colourad  mapa/ 


Cartaa  gtegraphiquaa  wi  couiaur 

Colourad  ink  (i.a.  othar  than  blua  or  black)/ 
Encra  da  couiaur  (i.a.  autra  qua  blaua  ou  noira) 


I — I    Colourad  plataa  and/or  illuatrationa/ 


Planchaa  at/ou  illuatrationa  ti  couiaur 


Bound  with  othar  matarial/ 
Rail*  avac  d'autras  documonta 


Tight  binding  may  cauaa  shadowa  or  distortion 
along  intarior  margin/ 

La  r9  liura  sarria  paut  cauaar  da  I'ombra  ou  da  la 
diatorsion  la  long  da  la  marga  intiriaura 

Blank  laavas  addad  during  raatoration  may 
appaar  within  tha  taxt.  Whanavar  poaaibla.  thaaa 
hava  baan  omittad  from  filming/ 
II  sa  paut  qua  cartainaa  pagaa  blanchaa  ajoutiaa 
lora  d'una  raatauration  apparaiaaant  dana  la  taxta. 
maia.  lorsqua  cala  itait  poaaibia.  caa  pagaa  n'ont 
paa  «t«  filmAaa. 

Additional  comments:/ 
Commantairaa  suppldmantairaa.* 


This  itam  is  filmed  at  tha  reduction  ratio  checked  below/ 


L'Inatltut  a  microfiimi  la  mei'laur  exemplaire 
qu'il  lui  a  M  possible  de  sa  procurer.  Las  details 
da  cet  exemplaire  qui  sont  peut-Atre  uniques  du 
point  de  vue  bibliographique,  qui  peuvent  modifier 
une  image  reproduite.  ou  qui  peuvent  exiger  une 
modification  dana  la  m^thoda  normaia  de  fiimage 
sont  indiquAs  ci-dessous. 


r~~|  Coloured  pagea/ 


D 


Pagaa  da  couljur 

Pagaa  damaged/ 
Pagaa  andommagias 


□   Pagea  restored  and/or  laminated/ ' 
Pagaa  reataurias  at/ou  palliculies 

0   Pagaa  discoloured,  stained  or  foxed/ 
Pages  d^coiortes,  tachatAes  ou  piquAas 

r~y|   Pagaa  detached/ 
QcJ   Pajea  d^tach^as 

HShowthrough/ 
Tranaparance 

□    Quality  of  print  variaa/ 
Qualit*  inigala  de  I'impression 

□   Includes  supplementary  material/ 
Comprend  du  matirial  supplAmentaire 

□   Only  edition  available/ 
Seule  Edition  disponible 


The 
tot! 


The 
posi 
of  tl 
film 


Ori{ 
bag 
tha 
sior 
oth( 
first 
sior 
oril 


Pagea  wholly  or  partially  obscured  by  errata 
slips,  tissues,  etc.,  have  been  ref limed  to 
ensure  the  best  possible  image/ 
Lee  iiagas  totalement  ou  partiellement 
obacurcias  par  un  fauillet  d'errata,  une  pelure, 
etc..  ont  4t*  film^s  A  nouveau  de  fa^on  i 
obtanir  la  mailleure  image  possible. 
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The  copy  filmed  here  has  been  reproduced  thanks 
to  the  generosity  of: 

Library  of  the  Public 
Archives  of  Canada 


L'exemplaire  fllmA  f ut  reproduit  grtce  A  la 
gAnArosltA  de: 

La  bibliothAque  des  Archives 
publiques  du  Canada 


The  images  appeering  here  are  the  best  quality 
possible  considering  the  condition  and  legibility 
of  the  original  copy  and  In  keeping  with  the 
filming  contract  specifications. 


Les  images  suivantes  ont  4tA  reproduites  avec  le 
plus  grand  soln,  compte  tenu  de  la  condition  at 
de  la  nettetA  de  rexemplaire  film*,  et  en 
conformity  avec  les  conditions  du  contret  de 
filmage. 


Original  copies  in  printed  paper  covers  are  filmed 
beginning  with  the  front  cover  end  ending  on 
the  last  page  with  a  printed  or  illustrated  Impres- 
sion, or  the  back  cover  when  appropriate.  All 
other  original  copies  are  filmed  beginning  on  the 
first  page  with  a  printed  or  illustrated  Impres- 
sion, and  ending  on  the  last  page  with  a  printed 
or  illustrated  impression. 


Les  exemplalres  originaux  dont  la  couverture  en 
papier  est  imprimte  sont  filmAs  en  commenpant 
par  le  premier  plat  et  en  terminant  solt  par  la 
dernlAre  page  qui  comporte  une  emprelnte 
d'impresslon  ou  d'iilustration,  solt  par  le  second 
plat,  salon  le  cas.  Tous  les  autres  exemplalres 
originaux  sont  filmte  en  commen^ant  par  la 
premiAre  page  qui  comporte  une  empreinte 
d'impresslon  ou  d'iilustration  et  en  terminant  par 
la  dernlAre  pege  qui  comporte  une  telle 
empreinte. 


The  last  recorded  frame  on  each  microfiche 
shall  contain  the  symbol  -^  (meaning  "CON- 
TINUED"), or  the  symbol  y  (meaning  "END"), 
whichever  applies. 


Un  des  symboles  sulvants  apparaftra  sur  la 
dernlAre  image  de  chaque  microfiche,  selon  le 
cas:  le  symbols  — ►  signifie  "A  SUIVRE",  le 
symbols  y  signlfie  "FIN". 


Maps,  plates,  charts,  etc.,  may  be  filmed  at 
different  reduction  ratios.  Those  too  large  to  be 
entirely  included  In  one  exposure  are  filmed 
beginning  in  the  upper  left  hand  corner,  left  to 
right  and  top  to  bottom,  as  many  frames  as 
required.  The  following  diagrams  illustrate  the 
method: 


Les  cartes,  planches,  tableaux,  etc.,  peuvent  Atre 
filmte  A  des  taux  de  reduction  diff Arents. 
Lorsque  le  document  est  trop  grand  pour  Atre 
reproduit  en  un  seul  cliche,  11  est  filmA  A  partir 
de  Tangle  suptrieur  gauche,  de  gauche  h  drolte, 
et  de  haut  en  bas,  en  prenant  le  nombre 
d'images  nteessalre.  Les  diagrammes  suivants 
lilustrent  la  mithode. 
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^T.  jours,  rs.i^. 

HINLIfAA,  iN.vS. 
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YICTOUTA,  VyC. 


CARLE    ADDREfiS 
"PKDLAR,  08HAWA,  CANADA  • 
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Send  for  Separate  Catalogue  of 
Metal  Shingles,  Metal  Sidings, 

Corrugated   Iron,    Etc.,    Etc. 


^   t 


«  I 


fhe  Pedilar  Metal  IRoofmg  Co,, 


O-^ha^v  a. 


OiUario, 


MANUFACTURERS    OF 


metal    Ceilings       '^letal  Shingle5      .Hetal    5iclings 
iVletal    Lath       Corrugated    Iron 
Sheet   metal    Buildhig    Front'> 

Corrugated    Conductor    Pipe 

In  8  or  10  Foo    Lengths  without  a  Cross  Seam  (Five  Sizes'. 


^hc  p)e5lQP 
f^dol  Roofing 


A  LIBERAL  DISCOUNT 
TO  THE  TRADE. 


<;r5) 


MANUFACTURERS   OF  O^ 

y     PATENT  C0NTI1NU0U5   5TEEL  CEILINGS  S] 

o^  SIDE  WALL  FMlNISH  AND  ^^ 

((  INTERIOR     DECORATION  ({ 


OFFICE   AND   WORKS: 

OSHAWA,  ONT. 


For  all  classes  of  buildings, 
public  and  private.  Neat  and 
Elegant  Designs  suitable  for 
Residence  work.  Bold  and 
Elaborate  Designs  suitable  for 
Storerooms,  Public  Buildings, 
Churches,  Opera  Houses,  etc. 


SHRET  STEEL  CEILINGS  are  Permanent,  Beautiful  and  Fire-proof,  combining'  economy  and  beauty.  Tliev  are  fast  supplanting  all  other 
styles  of  ceilings.  We  claim  for  our  Patent  Continuous  Plates,  Elegance  of  Design,  Variety  of  Combination  and  Simplicity  of  .Application.  We 
are  capable  of  producing  effects  not  obtainable  by  any  other  style  of  stamped  sheet  steel    decoration. 

rhey  can  be  decorated  and  re-decorated  should  a  change  in  coloring  he  desired.  They  do  not  crack  or  fall  like  plaster,  or  dry  out 
and  shrink  like  wood.  They  do  not  hold  disease  germs  or  vermin,  and  can  be  cleaned  with  sponge  and  water.  For  all  classes  of  buildings 
Steel    Ceilings   are   desirable.      In    the    designs    here   shown   the   joints  and   nail    heads   are    not   noticeable,    becoming    a    part    of   the    pattern. 

Plates  are  interchangeable.  The  variety  of  combinations  of  which  the  designs  are  capable  is  unlimited.  \o  intricate  plans  to  work 
out  in  stripping,  no  styling  or  filling  used.  These  plates  are  also  specially  adapted  for  side  wall  finish  and  wainscoting.  The  heads  and 
buttons    furnish    figures    in    design    without    number,    which    may    be    readily    followed    in    gold    and    tints. 

Conditions  frequently  met  with  in  Church  architecture  require  curving  of  Ceiling  Plates.  Our  Ceiling  Plates  may  bo  curved  ;  they  lap 
on    beads;  there  are  no  strips  used,  and  the  general  design   i-  not  marred. 


We   tiirnish    estimates   promptly,   and    where    necess;,r>     send    drawings.      Special    attention    given    to   drawings    of   .Vrchitects. 


In    sendina 


diagrams  ot  rooms  to  be  covered,  please  send  exact  measuiemeiUs,  state  whether  Centres  are  desired  or  not,  and  give  height  of  room;  ;dso 
what  room  is  used  for.  This  will  enable  us  to  meet  your  wants  more  satisfactorily.  Customers  may  find  it  desirable  to  secure  help  from 
us  oi\  their  first  work,  .is  a  practical  lesson  may  be  of  great  advantage  to  them  and  their  workmen.  We  can  furnish  competent  men  to 
apply    and    decorate   our   plates,    charging    for    time,    bo.-ird    and    travelling  expenses. 

ORDER    BY     NUMBER,    and    wheiie\er    possible    send    us    diagram    of   space    to    be    covered.         If   numbers    are    not    given,    we    infer    that 
design  left    to    taste   of  our    draughtsmen.        We    furnish    working    plans    with    our    Ceilings,    and    estimates    and    special    designs    when    required. 


i'lic.    r«:dlqr    ^(«;tMl    liot)fiiisT   Go.,  Osliiiv'^q,  (»nt. 


CEILING   DESIGN. 


Panel  \o.  14. 

4S  X  4S  inches.  S7.C0  per  svjiiare. 

See  pa^e  tj  for  continuance  of  design. 


'Mlc    t'tidlqt'    Nlt-lql    t(<">fii|ti    (;.»,.   0.-il|i|\i.|.  till). 


CEILING    DESIGNS. 


(^« 


>T i:  '< 


^T 


Panel   No.  J4. 
24  X  24   iiK'Iu's  $7  00  per  Mijuart". 


Panel  No.  12. 

4S  X  4.S  inches.     $7.00  per  square. 
See  page  5  for  continuance  of  desif;n. 


This  design,  when  used  in  connection  with  our  Mouldings,  shown  on  page  47,  can  be  aTanged 
to  form  [nany  very  attractive  figures. 


•i'i|<-.  r(-(Uiii'  \\r.\c\\  r|<)()finiT  (•:().,  Osiifiv'^ci,  Oiit- 


CEILING   DESIGN. 


-(>*  X  -2  inch  x'l'tiim.  Sd.oo  per  si|uai'e. 

See  pages  8  .iiul  «)  tor  .t  continuance  ol'  tliis  liesign. 

TIlis  design  wlien  useil  in  conneeiion  witli  ovir  Mouiding<<,  sliowii  on  page  No.  47,  can  be  arranged  10  torm  many  very  attractive  figures. 


'I'l\c  Pcdlqi'  Afc-lql  Ijoofiilg  (vo.,  Osl^q^^"£^,   Oi^t. 


Centre   Panel  No.   500. 

48x48  inches  Sj.50  each. 

See  pa^es  7  and  <)  t'ur  a  omiiuiaiice  of  Ihis  design. 

Fi>r  collective  dcsi^;n  of  Panels  Nos.  2  and  3  sec  pages  5  and  7. 


Panel  No.   2. 

24  X  J4  inclics.  $6.nn  per  s^]iiare. 


Panel   No.   3. 
i4  X  24  inclii's.  $(j.iio  per  square. 


T1\G    r'cdlqi*    Ajcft^l    I'jooftug    <'o.,   Osl)qA\t|,    Oi\ 


CEILING  DESIGN. 


Prii'o  piM    s»iUi'iu',  $().oo. 
Si'o  pajfos  7  aiul  S  lor  a   fontinuaiu't'  of  this  desi^tt. 


Kijj.   No.    103. 
24x9b  inch  seiiion  of  Plate  No.  41,  pa^i;  37. 


$6.00  per  square. 


.  > 


l-'i^;.    No.     13.  ^".00  per  M|uare. 

This  design  is  espei-ially  •iiiil.ilile  for  siiie  wall,  frieze,  or  border  fiiiisli.      Il  beiiiK  lonlimious  in  design,  the  joints  are  nnl  perieplible.     See  I'late  41,  p.it;e  j; 


CEILING    DESIGN. 


PaiK'l,    No,    IC).  7-''' 7'  inilu's.       Sti.io  per  s^niaii'. 

Shiuvin^    I'iiiu'K   Nns.    52,   5.1  .irut  42,   vvliifh  may   ht*  umh!   tn  hannoni/e  with  all  mir  ^.^e^i^t^H.      ANo  appiopiiale  tbi   .1  cenlro  piece  for  large  room. 


12 


SIDE  WALL   DESIGNS,   WITH    WAINSCOTINGS. 


#().t)c  |H't    Mjii.mv 


TIu*-»i'  lU'sijjn*.  i,in  Iip  \.nit'il   in   ••i/i*  Ui  fit   .ni\    lU'ptli  01    wiilili  of  room. 


ii^.  III. 

Sf>.0(t    ptT    SilU.lli' 


SIDE   WALL   DESIGNS. 


\'\g.  104. 

Sd.on  ptT  st|uart' 


Fijj.    106. 
$(i.co  por  stjuartv 

Tlu-.i'  ni'^igiis  fan  \w  varii'il  lii  fil   any 
dt'pth  01  wiiilli  o(  room. 


•'ii-  105- 


$().uo  pt»r  sijuari*. 


J4 


'[•\]r.   l"i  iUi|i'   .\(«-|iil   l']<H)t'li|ir  «v«>.,   ()sl|,p%;(,   C)i|t. 


CEILING  DESIGNS. 


y'n-  i; 


Sd.Oi'   ptT    s.|il;irf. 


m 


■,1/  ■  ■  J  ,     \  /■  ■■  ,  '  ,  •'  ■  nI/  •:  ,-(  I  ■'  N 


\  ■■/. 


\  ■,, 


•'it,'-    i''^- 


Sd.iMi    )H'r    -jpi 


Showing   I'.ini'ls   Nos,   ^i.  45  aiul  44,    Huriii'r   No.   I'O  .ilul  C'uriiuo   M.iuiclin,^   N'li.    4>> 


Showiiie  I'liiiol  No.    •,,!•   H  luli'i    N<'.  Ikj    hhI  t.',>i  iiiif  M.uiUlicit;   Ni>.   so 


Tli<;    l"c.(ll.|i<    .\[i'.|ill    l'it>*>t'iM!^   ''"•-  <>sl|.i\<;|.  <>ilt. 


CEILING    DESIGNS. 


I'lv;.    HI. 
$f',uo  pi'i'  vi|ii,irt'. 
sliiius  I'liiiii'  I'li'lil  r.uiiU  N'c's.   ii.111,1  X.v   |,i,  l!,.nliM  I'.in.'ls  \\..   jj,  Filli'r-  No.  in, 
.nul  (.'..rnHf  \I,miI,Iiii^  .So.  .|I'. 


I-iK.    JO. 

.Stt.OO     [H'l      Sljll.Ul'. 

Slu'Hs  ri'iiiii'  lii'M  I'a'U'l  \i>.  !,;  «iil'  No.   I'l  ,i»  H.miIj'i  .iml 


'iiic.  r'c.dhii'  \\i-\i\i  i'i«H)fiiiH  ("o.,  ()sim\%n,  Oil 


J iT'-'lir"'^ .-  i'^^jF't'~ilF^*'^[F^'^'~^A^^ 


Jll 


i5f !?: 


rj  ^iW   ■  ■  ^^r-'''   ■   '  r  '  '  I  I'  ■'     '       w^  ■■■'   Wi' 

If..  I       r5;vvf=,--         ••.   i 


••.•■Tc#/ifWn 
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Vv' 


^^_^ 


l'*!*  e_/*i_a'tj'vj'Lj 


-  ^.-.*-<--.ulw  -H-jL-    -U  ■ 


;'-';,VJ«-«^v>.-i^i.^-iVM^MuViu:Ljy^^;.^.»jyjL4^uM--f-^MuML/u;L^u4L-[^t^n^ 
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yi 
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CEILING  DESIGNS. 


\\  I'll  ailapteti  lof  iisi-  it)  rotmi*.  \\  heiL'  t  icli 
imhIkissihI   I'fTiHl    is  tU'siri'ti. 

In  Ilu'  anan^fiiuMil  t<t  ihis  fit-UJ,  P.inels  \iw 
^2  aiul  5.;  (soe  pam-  _vi'  tn'  used.  This  t«(Tt't.-i  can 
bi*  applied  III  any  si/o  room  hv  tisinjr  a  pntpt'i 
si/oil  InmltT 


Fijf.     21. 


$().no  per  st|iiart* 


iS 


•M|c.     r'c.(lli|i'     -\['-|i|l     l'|<M)(intv    (•,,,,,    Osli;|\<;|,     Out 


CEILING   AND   SIDE   WALL    DESIGNS. 


Walls  .-iml    I'an.-K  .\i. 


L\hl'  No.  _'S.  Ci'iliiiji  of  l\inol   \o.   \£  ami  Cl'iiih'   Nti.  4(rv  Noil';     Tlio  Paiu-N  aiul  Moi 

liilTiTi'iH   aiiil   attt;uti\i'  Josi^ii--. 


n^s  iisfil  in  II. is  (.'filiri^  can  hf  anatim'»I  in  manv 


'i\\r.  t>c.ciii|i'  A[<-.mi  rioofiiiii  <>«>•.  ()--lu1^^"fl,  ()ir|. 


■9 


CEILING   AND   SIDE   WALL   DESIGNS. 


W.UIs  .-I  I'.iiu-I  .N.' 


S500  per  "-ipiaro. 
ul  C'.ui'  No.  2S  ;    i.'eiliiif.;  of  Pmu'l   No.  -'4  aiul  t^'enlre  No.  _'C(i. 


/  'I  ;  „'ii/-'iu-  Kt-f^'-uiutli-u. 


20 


CEILING  DESIGNS. 


Fisj^.  85.  S4.50  per  sijuare. 

Shows  Border  of  Panel  No.  26  and  Field  of  I'anel  No.  24. 


Fi)r.  86  $4-,S0  rei"  "Hilar''. 

Shows  Border  and  Field  of  l*anel  .\  -    j: 


The    advantages  of  not  beinn;  governed  by  a  few  fixed  sizes  of  I'anel    Plates    in    constructing  Panels  in  Ceiling  work  will,   we  trust,  lie  ap)  .'        ..y  a.    ,  iteresled  in 

interior  decoration.     Continuous  designs  ;ire  interchangeable.     Two    'r  more  plates  combined  in  one  Ceiling  produce  u  variety  of  designs  from  the  same  plates,  the  stamped  beads 
on  the  plates  producing  a  wide  range  ol  artistic  figures  for  the  decorator  to  follow. 


^ftj«    Pcdlqi'   \(etql   l^oofiiijg   Go.,  Osliq^vq,  Ofit- 


ai 


SIDE   WALL  DESIGNS. 


FifJ.    87.  $5.00  per  si|u 


Fig.   88.  S5.00  per  square. 


TliLMB  .ire  two  of  iiuuiy  iirrangements  that  l.ui  be  made  with  our  Jiffii-.'iit  Panels  and  .Mouldings. 
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T'lic    Pedlqi<   :\retql   Itoofing  Go.,  Osliq\%ci,  Oi^\. 


CEILING   DESIGN. 


This  is  one  of  tlu'  m.inv 


$5.00  per  <((}tiaii'. 
ileHi^;tis  ohlaiiiablo  from  our  patterns. 


Tlic    Pcdlqi<   Jkfctql   l^oofiiig   Go.,  Ostiqw^f^,   Oqt- 


CEILING    DESIGN. 
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Gu_,-i..<..:j't...'i..ii't,t  ,_2,:-/;i><i,u...:«'i,iv;!«w/j/Ji'iJ:jVi,fi^.li,Sij5ii-;.tj.i.4j*!L.i».:..;.i».».>/jv;i.^ 


4       0      ft      i      O 
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L  U.4«^l>>.  ~    ....         '  ^  J^,-  -A-tO*  Ki.i^  H^^-iJ  •_— «lli_4>        .-■|,| 


;iiiii,ai4'  ■.Li.,ir^'^"  '"'^   '"'  '-^"-  "--[i.-iT  ' 


This  IS  iMu-  1)1  many  >li".i^iis  ohiaiiiiihle  I'roin  our  p.iiliTtii. 


H 


T'lic    l'V.dlqi<    :^f(■t£1l    I'joofins   (-a).,   OsliqA<£i,   Out. 


CEILING   AND  SIDE   WALL   DESIGNS. 


$6,00  piT  M|uare. 
Shows  an   hilerior  finished   with  our  Art    Meliil   IVoilucts. 


Ttic   l'>G(llqi<   ^[ctiil    I^oofiiig   Go.,  Osi\^^<^,'  0^■\. 
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CEILING    DESIGN. 


■  4 

:.•■ .    1 

\!  V    . 

Hi 

i 

...-■jiV'£. 

i^^'i^»^<j««a^ft!r  j'g 


Sti.oo  piT  stitiaro. 
Sliows  l.'on(iL'  Nu.  (>ci),    I'.iru'Is   Nns.   ^5,    \ti  ami  ,17,   HnriliT  No.  ;o,   v.'ovi'   No.  4.4  aiul   .MiiuUliii^ 


N.-.  50. 
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Tlic   Pcdlqi?   ^fetql    l^oofiqg  Go.,  Osliq^%q,  0^\. 


CEILING  DESIGNS. 


I'iif.    gi.  $4-50  pei"  »quare.  P'tf'    9^ 

The  above  arraiigemenls  are  very  neal,  ami  are  eipecially  attractive  for  small  anJ  low  ceilingi. 


$4.50  per  square. 


i 


TtiG    Pcdlqi<   ^c\^[\    l^oofiqg    Go.,    Ostiet-u'^q,  Oqf- 
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CEILING    DESIGNS. 


MM 


Ki 


GJ  )L  «1     I  1      1      '      1 


s 


it,? 


m 


mh 


15 


n  s     I  I    ^    i  '■■ "         I    « 


*MiL  'I 

p^ip^-c- W 3!a :iC &!a — JIC — »ic :\C — o.C — i* 


i-jfli. 


■X— 


!c_'»l_5fc_.v_c: 


L"ul  shows  Panel  Nos.  41,  4j  aiul  44,  with  Border  No.  69  and  Cornice  Moulding  No.  48. 


Fig.   94.  *4'S0  per  square. 

Cut  shows  t'anel  No.   64,  which  is  especialiy 
attractive  for  sniall  and  low  rooms. 
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T'lie    l?edlqi<    ^\(^W   ^lOofi^lS   *^^0'  Osliq-^vq,  Oiit- 


CEILING   DESIGN. 


I 


$7.50  per  si|uare. 

Cut  shows  Cenlri'  I'aiieN  No.  jK,  Moulding  No.  43,   Horder  I'ancl  No.  Gj  and  Cove  No.  44. 
This  arrangement  is  well  adapted  for  rooms  where  rich  embossed  effctl  is  desired. 


It  is  sometimes  necessary  to  siihstitule  some  oilier  Horder  of  greate.  or  less  width  to  propel ly  fill  out  rooms  of  different  sizes       Sec  page  5J. 


Tl^c   Tcdlqi'   Afcfql   Ijoofiiig   Go.,  Osliq^vq,  Oiit. 
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BEAM   COVERINGS. 


I 


beam; 

N8  201. 


All  Beam>i  can  be  constructed  on  skeleton  woodwork  or  made  lo  cover  girders  or  beams  which  may  be  in  place  as  occasion  may  require, 


Vt^BEAM. 


SEND    DETAIL  FOR   PRICES. 
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Ttic  Pcdle\if  ^\e\£{l  I^oofiqg  Go.,  Osliq\Cq,  Oiit- 


BEAM   COVERINGS. 


By  ine  use  of  these  Beam  Coverings,  large  and  high  ceilings  can  be  made  to  appear  very  massive. 
All  beams  can  be  constructed  on  skeleton  woodwork  or  made  to  cover  girders  or  beams  which  may  be  in  rlace  as  occasion  may  renu.re. 


fcfS'-T  BEAM, 


•?  EEAM, 
\i-.H^  Z]0. 


-S"3^"   BEAM, 


SEND  DETAIL  FOR  PRICES. 


Ttic  Pcdlqi<  ^e\e^l  itoofiqg  Go.,  Ostiq-vCq,  Out- 
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CEILING   DESIGN. 


Centre  Panel  No.  400. 
48x48  iiiches  (I'i  iiiclif.  deep).  $3.00  each. 

Clin  be  used  in  connection  wilh  plaster,  wooden,  or  any  of  our  Metal  Ceilings,  hut  is  especially  applicaMc  with  Plates  Nos.  18,  3a,  12,  2b  and  24. 

See  pages  17,  18,  22  and  2j. 


'I'lic   rcdlqi'   ^c\^l  l^oofing   Go.,  Osli£iA<^fi,  Oiit- 


CENTRE   DESIGNS. 


T  * -iwwq      J     J 


Centre  Panel   No.  .^oo. 

;,6  X  ;,6  inches  {2  inches  lieep).  $2.00  e.'ich. 


These  Centres  can  be  nseil  in  cimnection  with   any  of  our  Ceiling   iiesi(,'ns, 
hnl  are  specially  applicable  with   I'lates  \os.  2S,  32,  22,  26,  24. 


Centre   Panel    No.  200. 
j(i  X  jt)  inches  1 2 '4  ni.  ileepi.  S2.1  o  e;u  h. 


'M|<-.    ViAU\v    :Xr<:tql    l^oofiiig    Go.,    Ostro^q,   f»i|1. 


CENTRE    DESIGNS. 


3.\ 


Centre  Panel  No.  hoo. 
60  X  (10  iiK'ltes.  $j.oii  fafli. 


These  Centres  are  appliiahle  wiih  any  of  our  Ceiling  deilKiis, 

arut  call  lie  arran^eil  to  receive  an)'  size 

cliandelier  pipe. 


Centre  Panel   No.  700. 
Iliameler,  iS  inches  (j  inches  deep).         50c.  each. 


Oriirr  all  jjiioils  liy  nuinher. 


Centre  Panel  No.  8uo. 
niameler,  ^4  inclies  (1'.,  inches  deep'.         /5c.  each. 
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'I'lir,    l'c-.dlqi<    ^[(-t^l    IloofiilS    <^Om   Osl^q-vvq,   Oiit- 


CEILING   PANELS. 


HEAVILY  EMBOSSED. 


Panel  No.  38. 

ji  \  X  ji ',  inclies.  S7'5°  r"  ""luare. 

It  will  be  observed  that  these  i'.inels  all  carry  out  the  same  idea  as  re^ariis 
design,  and  are  llieretore  generally  used  together.  Hy  means  iiT  the  assorted  sizes 
and  by  varying  Ihe  widths  of  our  Borders  we  can  fit  any  si/ed  room. 

Panels  \o.  ;,8,  ^q  and  40  are  raised  \  inch  at  line  of  egg  and  liart  ornamen'- 
ation.       They  reijuire   1  .\  j  inch  strips  spaced  as  slated  to  be  pn  pir'y  applied. 


Panel  No.  39. 

iq'i  X  lo'4  inches.  87.50  per  square. 


Panel  No.  40. 

jqV  X  31  \  inches.  $7-50  per  sijuare. 


Ttie  Pcdlqt'  ^e\s\l  l^oofins;  Go..  Osliq^<^q,  Oiit- 
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CEILING   PANELS. 


,r*>i:: 


i^; 


Panel  No.  35. 

30  X  30  inches.  $0.oo  per  square. 

I'  will  bi-  observed  that  ihese  Panels  all  carry  out  ihe  s.inie  idea  as  reffards 
desig.i,  and  are,  iheretore,  generally  used  together.  By  means  of  the  assorted  sizes 
and  by  vai'ving  t  le  widths  of  our  Borders  we  can  fit  any  sized  room. 

See  pag.    25  for  a  collective  design  o(  these  Panels- 


Panel  No.  36. 
iq!^  X  19'i  inches.  $6.00  per  square. 


Panel   No.  37. 
iQ'iX30  inches,  $6.00  per  square 


SIDE  WALL  OR   CEILING 
PANELS. 


'<;>  -        -v 


I  I  0   *      • 


>(*  y>  •>••  -t' 


Panel  No.   30. 
24x24  inches.  $4-5°  V"  si|iiarf. 


Panel   No.   ;,2. 
24x24  iiK-liL"..  %^■■fi  P'T  -iniiire. 


I'aiiil   No.   \\. 

.■ijlj   X  1)1)    im-lll'H.  *li.llll    |HM-    Si|U.ll 


Si.k'    Wall    I'.UK-I    \o.    .|i. 

!1  X  J  I    iili  Ill's.  Mm,,,    p,  r    ..i|n,ii-. 

S,'i'    I'.li;.'    in. 


CEILING  CENTRES  AND 
SIDE  WALL  PANELS. 


Panel   No.  u. 
j^x.'j   iiulii's,  S^.o.i  [Iff  **v(ii. 

I'.mi'l  \(i.    1)   is    \ciy    ilri'p   aiul    lioUl.        Hi'iny    ii 
ili'sij^ii.    il    IS    \fr\    .ittt.uli\i'    on   l.uiii',  ImkIi 


itihiliiiiiis   111 
i.'t.Mlint;s. 


L't'iiire   l';inel    N\\    nt  . 
J4  X  24  iiulu's.  $1.(0  each. 


Cenlie   Panel  N\\  *)0(>. 


Centre   Panel  No.  uy\ 
24  X  -M  iiuhes.  $1,00  i-ach. 
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'Dlic  t'cdlqi'  Afctql   Ijoofiqg  <'o.,   Oslicp<q,   Oijt. 


Panel  No.  20. 

24  X  24  inches.  $4.50  por  sijuari'. 


Panel    No.  .'6. 


CEILING  AND  SIDE  WALL 
PANELS. 


These  Panels  are  adaptable  for  4.'eilinj;or  Sii'e 
Wall  Finish  and  are  continuous  in  desi^n. 

See  prtjes   19,  io*and  21   Tor  samples  iif  Ceil- 
ings finished  with  these  PaneK. 


Pantl   No.  24. 


^4  X  24  iiii  lit 


*4.,SO  per  square. 


P.mcl  Nil.  22 


24  X   -'4   Mulh 


^4.50  per  ".vpiare. 


^4  X  24  ini'hes. 


$4.50  per  stpiare. 


CEILING   AND   SIDE   WALL   PANELS. 


.39 


.-■>r?S?i.j.''^:':;  ■ 


P.inel  \o.  4J. 
J4  X  J4  icK'hes.         $5. on  per  si{uar'e. 

Alsii  I'.iiu'l  N\>.  44. 
12x12  iiicht'*i.         S,s-ot  ptTsiinare. 


Pailt'l    No.    4;. 
12  \  J4  iiulii's.         Svoo  pi-T  ^t^iaie. 


I'.mcl   No.  45. 
24  X  ;,(>  iiu'lies.  $5.00  per  Sijuare. 

Also  I*;iiiel  .\o.  46. 
12x12  inclies.  S5.00  per  si|uare. 


Panel  No.  47. 
12  X  24  inches.     S5.00  per  square, 


raiiel    .\i>.    4^.  I'aiiol   No.   (w. 

I  2X  I  2  itulii's.     ^-'i  no  per  sipi.-ue,  r  2  x  24  iiu-lu's      Si>.oo  per  s»piari 


I'aiiel   No.  50. 
12  X  24  iiu'lies.         $()  00  per  sipiare. 


Panel  No.  77. 
I  2  X  24  inches.         S4.50  per  square. 


I'.mcl    No.  ^1. 
24  X  2f  inches.         $i>.i>n  pel  sqnar 


P.iiK-l   No.   5J. 


Paiiol    No.    5^^. 


40 


'I'lio   Pcdlqi'   \\v\i\l   I]oofiiiij  ili>.,   Osl1^^^q,   Oiit- 


Panel  No.  5^. 
ib'2  X  1(1'.  iiiclies.         $4' SO  per  sciinire. 


CEILING   AND  SIDE   WALL 
PANELS. 


Panel   No.  58. 
iSx  jH  iiK-lics.  S'^.jo  per  si|uari. 


Pane    No.  59. 

U)'i  X  19)2  inches.  #4-50  per  sipiare 


kj'jXIo'j  itu'hes.         $4._iO  per  si)ii;»re. 


Pantl   No.  57. 
lO'j  X  16,'i  iiiLhfs.  $4.50  per  •'^niiire. 


'Dlic  PecUqi'  .\[c.tql   I'lootinii  ("o.,   Osllq^{c^,   Oi|-t. 
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I'iiiiel  No.  60. 
iSxiH  iiu'h-*;i.  S4.50  |U'r  si|iiari' 


CEILING    AND   SIDE   WALL 
PANELS. 


'\i' ' 

\ 

J 

«i^       \ 

Panel  No.  (\^ 

iH  V     K  ituht's,  $4.50  |HM  siiu.irc. 


Panel  No.  64. 

U)'4  X  igV    inches.  $4.50  per  square. 


1 

1 

i 

* 

i 

'ii 

Panel   Nn.  bi. 
U)  X  i<)  imliui.         $4.50  per  siiu.iriv 


Panel   No.  62. 
iS*x  18  iiK'hes.         $4,50  per  square. 


BORDERS,  FRIEZES,  AND  SIDE  WALL  PANELS. 


I'aiK'l   No.  63. 
iS  X  48  iiu'lii'^.  Sf).oo  per  si]uari' 


Panel  No.  61). 

r.V'^  iili.-he«.        S4.-iopei  square. 


Panel  No.  67. 
10x24  inclies.  Jfa.oo  per  >.i|iiare. 


Panel   No.  (t^. 
t;,'j  ituhes  wiili".  c)()iiK'lu's  ion^.         S't.on  per  sipiare. 


j'T.  y' 


Panel   No.  ini. 
I  i  X  4S  iiulif...  $^  no  per  Hv]ii.-iri!. 


Panel  No.  lS. 

l.i'jxl,!'.   ilK■he^.         $4.^0  per  si|uare. 


'   i'  ■"^•.■-•.'/.'-'.'-'•'•'-.v'.f'.v'^-.-jy  i\  , 


Panel   No.  70. 

I'vill  Willi h  ii)'4  iiulies,    two  >.iile  ornamenlalion. 
"       id'j        "         one     "  " 

Maile  in  any  lennth  up  lo  S  leet.        S<).oo  per  sipiare. 


Panel   No.  71. 

';  X  Ml'.,    in,  lies.  Sl.^o.per  Miiiare. 


Tl\(;   r'edlc(i<   Nfc-lql    I'loofiiiii  (*i)..   Osl1^^^i^,   Oi\\. 
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CEILING  DESIGN. 


CEILING  OR  SIDE  WALL  PANELS. 


'•"if-  'J.V 
$4.50  per  siguare. 

Shows  Ci'ilin^f  fomposiui  of  l.\>ve  No.  45,  MoiiUiinjjs  .Wk  yt,  Korjfr  I'aiu'l  No.  71 

ami  Fiekl   Panel  .\o.   i^i). 


Fig.   t|6 

J4.50  per  sqare.J 

Shows  niaiint'r  i>f  lapping  Panels  No,  5.S,  60,  ()j(  and  62.      .Ml  our  Panels  lap  in  siniiUr  ways, 
ihe  joints  not  being  noticeable  when  completed. 
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'I'lio  Pedlqi'  ^[o+ql    I'JodfiiisT  Go.,   OsllE^^^"q.   Oq1. 


f'T-;';,'s<"-M*«»',-'. 


':-^,5^- 


■■:.:--'  •■•>.-;.>.''j-''-:  ''.V-t'-'ii>  v 
»"'     '■•-*;>■;  ••■■V-'    "-^  V(-.r   ; 


Fig.  t)8. 
In  the   above  cul    we    have  endeavored  lo    show  liow    our    W'aiiiscoliiig 
Panel  may  be  apphed  on  the  rake  of  stairways.     When  it  is  desired,  we  can 
increase  itie  height  of  wainscoting  by  using  Panels  No.  63,  67,  65,  69,  71,  etc. 


Wainscoting   Panel  No.  72. 

9!2  X  27'^  inches. 

251-.  each. 


'J}lic  PecUciK  \(ctql   IVjofing  Go.,   Osllq^<q,   Oiif. 
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No.  46. 

t.>iilsiJe    Milro    Block   for 

Cornice  Mon'Jiiig. 

Price,  20c.  eai  h. 


No.  4H. 

Outside    .Mitro     Hlock    lor 

CoruiiL'  Moulding. 

Price,    i^c.  each. 


^^j 


No.  50. 

Outside  Mitre    Block   lor 

Cornice  Moulding:. 

I*rice.  IOC.  eacli. 


Cornice  Moulding  No.  46. 

12c.  per  lineal  foot. 


Cornice  Moulding  No.   48. 
IOC.  per  lineal  fool. 


Cornice  Moulding  No.   50. 
He.  per  lineal  ft>ol. 


No.  46. 

Inside   Mitre    Block    for 

Cornice  Moulding. 

Price,  20c.  each. 


No.   40. 

Inside  Mitre  Block  (or 

Cornice  Moulding. 

Price,  15c.  each. 

H 


No.   50. 

Inside   Mitre    Block    foi 
Cornice  Moulding. 

Tlie  adviiiitages  gained  iu  not  li.iving  to  cut   Ciirnice  Moukhngs  at  Mitres,  we  trust,  will  Price,  loc.  each. 

he  apprfciated  by  all. 


JCiNT 


i.\M^e  Cornice  No.  47. 

i\  X  24  inches.  $4- 50  p^'"  sijuiire. 


Cone  Cornices  No.  47  and  45  can  be  furnished  in  narrower 
witlths  if  desired. 


^ 


I 


i 


r 


% 


"A 


Cone  I.  ornice  No.  43. 
24  X  10  im'lu*s.  $4.50  p*?r  snii.Tie. 


JOINT 


Cone  Cornice  No.  43 
24  X  24  inohes.  $4.50  per  scjuare. 


■■■•  '''41  f 


'■'?•   97-      Shows  Cornice  Moulding  No.  46  (see  page  45),  with  inside  Mitre  Block  as  it  appears  when  in  position 


m^^itJ^iA^i^jM^ 


Cove    Moultiing   No.    53.        4c.   per  linefil  fool.      Covers  j',  inches  on  ceiling,  and  j'j  huhes  on  side  w;t 


Cove  Cornice  Nos.  2H  and 
44  can  be  furnished  in  nar- 
rower widths  if  desired. 


Cove   Cornice   No.    28.         ^4x^4  inches.       $4.50  per  square. 


Cove  Cornice   No.   44.        ^4  x  14  inches.        $5.00  per  square. 


V f. 


1  I  I 


Ell  No.  36.  Moulding  No.  30.  Cross  No.  34.  Tee  No.  32. 

Kach,  IOC.  24  X  b  X  I '4  inches.  5c.  per  lineal  fool.  Each,  loc.  Each,  loc. 

Ell  No.  36,  Cross  No.  34  and  Tee  No.  32  are  used  in  connection  with  Moulding  No.  30  to  form  deep  panelled  eflFects. 


r-if^rmict^^r*'*'*"-:'^'"^'^  ■■ 


fMM!m!^„ 


Moulding  No.  40, 
24  X  6  X  2 '  s  inches.  6c.  per  lineal  foot. 

E  I  \o.  38  is  used  in  connection  with  Moulding  .\o.  40  to  form  deep  panelled  effecls. 


4  Hi  4  A  iJAJJAJJij^JJAJJ^JjU. 


Moulding  No.  32. 
24X6X  TJ4  inches.  sc.  per  lineal  loot. 


Ell.  No  38. 
Each,  IOC. 


Cross  No,  48. 
Each,  20C. 


Kll  No.  50. 
Each,  30C. 

Ell  No.  JO. 


Moulding  No.  44.  Tee  No.  46. 

24  X  12  X  2  inches.  12c   per  lineal  fool.  Each,  20c. 

Cross  No.  4>*  and  Tee  .\o.  4(1  are  usi-d  in  connection  with  Moulding  No.  44  to  form  deep  panelled  effect       See  pages  14,   15,  Jt  and  22. 
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'Plif'.  Podlqt<  ^|otql  IJocvfiiliT  Cti.,   Os1i£1a\^'|.   Oiij. 


J 


Bfi^aiK^^fi 


!immmmm'm%w\mmmm\amww. 


^sm 


Convex  Mould  for  Side  Wall 
2c.  per  lineal  foot. 


Cove  Mould  No.  42. 
3  X  9(j  inches.  51:.  per  lineal  foot. 


Concave  Mould  for  Side  Walls. 
2c.  per  lineal  foot. 


Panel   Mould  No.   .v'^- 
^  X  06  inches,  3  inches  tleep.     <>c.  lineal  fool. 


Border  Strip  No.  76. 
i2X(>6  inches.  $5.00  per  square. 


Foot   Mould  No.   45. 
3x96   inches.  3c.   per  lineal  foot. 


-.  Panel   Mould  No.   55. 

y  3x2  inches  deep,  6-lt.  lengths,     jc.  per  lineal  It. 

Foot   Mould  No.   41. 

2Xi)li  inches.  3c.   per  lineal  foot. 


Panel  Mould  No.    43. 
3  X  g6  inches.  3c.  per  lineal  foot. 


Panel   Mould  No.   59. 

2*2  X  I  ^'-^  inches  deep. 

6-ft.  lengths.     2c.  per  linr.tl  ft. 


Panel  Mould  No.    57. 
3x96  inches.  3c.   per  lineal  toot. 


■do099ff9«e00«itw0e0«eeee 


Rosette  No.  53. 

2c.  each. 


Panel   Mould  No.   54. 
2'^  X96  inches.  3.^2^'>  per  lineal  foot. 


Tl)o   t\;cilqi<  ^fetql  I^oofiilg  Go.,   Osliq\<7q,  Oqt- 
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Beam  Coverinjf  No.   ii.v 
Made  in  a  variety  of  sizes.  ii.i'.  per  square  'bot. 


Rosettes  No.   49. 
Each,  5c. 


Beam  Coverinjj  No.  212. 
Made  in  a  variety  of  sizes,  lOc.  per  si|uare  foot 


Leaf  Mitre  No.    10. 

For  24-inch  Cove. 
Price,  a5c.  each. 


Fig-  99- 

Shows  manner  of  applying  Ceiling  Plates  to  furring  strips. 


Sec  page  51  for  sample  Ceiling  made  Oi 
this  Panel. 


Panel  No.   73.  ".^-iiich  Corrugation.  28  x  96  inches.         $4.00  per  square. 


Panel  No.   74.  i-inch  Corrugation.         28  x  gb  inches.       $400  per  square. 


Panel    No.    75.  ,',,,    ,;,    or    i-incll    Bead.  28  x  96  inches.        $4.00  per  square. 


T'l\c  rcdlqi<  Afetql  Ijoofiqa  Go.,   Csliq\vq,  Oi]t. 
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CEILING  DESIGN. 


Fig.    loi. 
Shows   '  J -inch  CorrugHted  Iron  willi  Moulding  .No.  jq  ami  Uosettes. 
I'linels  made  in  any  size  to  suit  room.  Slock  size,  iS  x  72  imhes. 
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PERSPECTIVE    DRAWING   SHOWING   MANNER   OF  APPLYING   PANELS  No.  38,   39   AND  40, 

WITH    BORDER,    COVE,    ETC.      (See  page  32.) 

(Drawing  of  Section  is  Reversed.) 


The  lurring  strips  are  nailed  lo  joisis  and  llie  metal  work  fastened  tn  these  strips.  When  over  old  plaster  i-eilinjfs,  longer  nails  are  rei|nired  for  the  strips.  \Vc 
also  have  methods  of  fastening  our  work  lo  iron  T-beams  and  brick  arches,  giving  a  decorative  elTeit  in  place  of  the  crude  and  unornamenlal  appearance  iirdinarily  observable 

Panels  No.  38,  30  and  40,  on  account  of  their  size,  are  particularly  adapted  for  use  in  large  rooms  or  for  high  ceilings  of  churches  and  halls. 

Church  and  other  ceilings  vary  so  much  in  size  and  shape  that  it  is  impossible  to  convey  any  idea,  in  our  limited  space,  of  forms  into  which 
our  niaterial  may  be  worked  to  accommodate  them.  Prospective  purchasers,  sending  us  diagram  or  lloor  plan  of  any  large  hall  or  church,  logtlhei 
with  the  necessary  cross  sections  to  enable  us  to  get  the  correct  idea  of  the  shape  of  the  ceiling,  will  receive  from  us  a  plan,  drawn  to  scale,  showing 
how  our  work  may  be  adapted  to  their  particular  rooms,  together  with  estiinate  for  the  same.  They  should  state  whether  the  ceiling  is  to  be  in 
a  new  building  or  over  plastered  or  wood  ceiling.  .Also  give  the  direction  in  which  the  beams  run,  and  state  what  size  of  cornice,  if  any,  is  desired, 
being  careful  lo  see  that   the  tops  of  windows  and  doors  will  not  interfere  with  such  a  cornice. 
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0 rcle rl  n g,  P repa ra L;i o n, 
Putting'  Up  and  Finishing. 


%  ^ 


|K  will  furnish  competent   woikineii,  at  so  nnii  !i  ptr  day  and  expenses,  to  put  up  our  j^oods  anywhere.      We  find,  however, 
liia'i  a  painstaking  carpenter,  tintier  or  decorator,  can  usually  do  a  vory  satislactory  job,  often  r\,  well  as  our  own  men. 
The  large  number  and  olt  repeated  orders  from  distant  points  lo  be  put  up  by  local  mechanics  g^o  to  prove  this.       The 
usual  tools  needed  are  a  hammer,  saw  (for  the  furring),  chalk-line,  and  tinners'    hand    shears. 

When  writing  for  a  design  of,  or  ordering,  a  ceiling,  mention  alt  the  particulars  necessary  for  planning  the  ceiling.  The  archiiecfs  plans,  or 
a  dia>iram  showing  the  si/es,  off-sets,  stair  openings,  elevators  and  fixed  chaml^l-ers,  is  usually  sufticieni.  Mention  wliether  a  cornice  or  a  border 
moulding  is  desired,  or  can  extend  all  around    the   room,  or  whether   a    wood    n  'ing    will  be  used  lo  finish  the  corner.        If  a  church   ceiling,  send 

tloor  plan  and  a  section,  with   particulars  as  to  cornice,    vKNirLATlON  and  fllANi'  s. 


oval,  to  be  returned   with  order.     Corrections  can  then  be  made, 
ilh  the  invoice  and    bill  of  lading.       If  time  is  short,  the  time 


When  particulars  are  received,  a  plan  is  drawn  to  scale  and  submitted  fot 
.1  list  o^  materials  reipiired  and  directions  written.  The  plan,  etc.,  are  then  sent 
lost  in  seiuling  for  approval  may  be  saved. 

If  the  building  is  an  old  one  and  the  ceiling  is  plastered,  the  furring  strips  can  be  secured  with  longer  nails,  reaching  into  the  joist.  Do  not 
remove  the  plaster,  as  the  work  can  be  done  just  as  well  with  it  on,  and  much  dirt  saved.  If  thtre  is  a  plaster  cornice,  give  its  depth  and  projection. 
[I  it  is  sound  it  may  rernaiti  uncovered,  the  metal  terminating  against  it  with  a  small  moulding,  but  if  cracked,  a  cove  cornice  can  be  supplied  large 
enough  to  cover  .mil  support   it. 

Kor  attaching  the  ceiling,  the  joists  or  old  celing  should  be,  for  the  smaller  fiat  panels,  ceiled  with  %  in.  rough  pine  or  spruce  boards,  and 
(or  the  larger  and  all  the  raised  panels,  furring  strips  i  x  2  in.  should  be  put  up,  spaced  as  indicated  on  the  plan.  Where  mouldings  are  lo  run,  wider 
strips  are  necessary,  i  x  3  in.,  1  x  4  in.,  i  x6  in,,  or  'v.o  1  x  z  in.,  according  to  their  size.  The  furring  is  first  piit  up  crossways  of  the  joists,  then  shorter 
pieces  are  fitted  \\\  between  the  first,  all  to  be  lludi  and  t.KSKi..  The  panels  are  then  tacked  in  place,  the  cove  and  borders  put  up,  and  then  the  mould- 
ings separating  borders  or  njarking  divisions.  The  mouldings  are  lo  be  luiilcd  close  lo  iheir  outer  edges.  Wire  nails  are  used  entirely — 7  in.  x  No.  16 
for  the  panels  ;   1  '..  in.  x  .\o.  lb  (usually)  for  the  mouldings,  and   i  in.  x  No.  1(1  for  the  covers  and  borders. 

When  up,  the  ceiling  will  need  one  or  lw\i  coats  of  paint.  As  the  stamped  pattern  makes  sutlicieni  ornameiUation,  more  decoration  is  not  necessary.  .V  "I-LAT" 
finish,  with  one  tint  on  the  border,  one  on  the  ct>ve,  owv  on  the  central  panels,  ami  otu-  on  the  nu>uldings,  is  '.ne  ordinary  treatment,  but  it  may  be  varnished,  grained,  bronzed 
or  gilded,  as  you   wish. 

I'eilings  for  shipment  are  carelully  boxed,  not  craleil. 
The  weight  (boxed)  is  from  50  lo  7s  Ihs.  per  100  sipiare  (eel. 

riie  ceilings  are  painted  one  coat  each  side  by  dipping  in  a  paini  of  pure  while  lead  mixed  with  pure  linseed  oil  and  pure  lurpentine.  Mos*  nianufaclurers  u»e  "  patent  " 
paints,   "routing'  paints,  or  no  paint  at  all. 

Church  ceilings  are  ahnost  always  of  special  arrangeuieui,  and  we  will  be  pleased  to  ofter  designs  and  estimates  whenever  particulars  are  received. 

The  constant  use,  since  inlroiluciion,  of  these  ceilings  by  the  school  boards  of  this  and  other  cities,  prv^ves  how  satisfactory  they  are  for  public  schools  and   similar  buildings. 
.Architects  or  owners  who  wish  special  ilesigns  or  arrangemenls  will  please  iiulicate  v  :  it   is  wanted,  or  send  drawing,  and  we  shall  be  pleased  to  do  all  possible  to  meet 
Iheir  wishes. 
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irectlons  "for  Ap[  jying  Eoibossad  Ceilings 

Where  the  Centre--fielcl  is  Laid  DIagonaJJy. 


Ceilings  of  this  k  iitl  may  be  put  up  either  on  furring  strips  or  sheathing  boards  ('..  or  5  -inch  pine  or  spruce  boards  are  the  best).  It  put 
up  on  furring  strips,  these  strips  must  come  so  as  to  be  above  the  mouldings  and  above  all  the  joints  of  panels  and  borders. 

Strips  I  X  2  inches  are  the  best  for  the  panels.  The  strips  that  go  above  the  mouldings  'hould  be  i  inch  wider  than  the  mouldings  themselves. 
The  working  plan    which  we  send  along  with  each  ceiling  shows  proper  spacing  of  these  strips. 

Begin  by  putting  on  the  cove,   nailing  it   top  and  bottom  with   i-inch  nails,  as  show[i  by  detail  drawing  accompan- ing  ceiling. 

Mitre  and  match  the  pattern  of  cove  at  all  angles.       For  an  insido  angle  a  cope  joint  is  thfl  best. 

Next  put  oi.  the  bordc,  keeping  the  proper  distance  awry  from  the  cove,  as  shown  by  detail  drawing.  .\Iitte  and  match  pattern  at  all  angles. 
Nail  up  all  the  joints  tight  with  -^-inch  nails.  Next  put  on  the  mouldings.  They  must  be  mitred  at  all  angles.  Nail  up  with  2-inch  .lails  The 
inside  moulding  of  ceiling  generally  has  a  flange,  and  this  llange  must  be  kept  toward  centre  of  room. 

To  lay  the  panels  of  the  centre-fiek.  of  ceiling  we  generally  strike  a  line  through  the  centre  of  the  room  or  through  the  centre  gas  pipe. 
.\long  this  line  we  lay  the  untrinin  =d  panels,  centring  the  first  panel  on  the  gas  pipe  or  in  the  centre  of  the  room.  The  points  of  the  bead  of 
panels  should  be  kept  close  together.  Next,  using  the  panels  trimmed  on  two  sides,  cover  the  untrimnied  edges  of  the  panels  first  put  up  with  the 
trimmed  sides  of  these  panels,  leaving  their  unlrimmed  edges  to  be  covered  by  succeeding  panels.  Proceed  in  this  way  until  the  whole  surface  is 
covered.      Trim  off  the  panels  close  to  the  inside  moulding  of  border,  covering  its  flange,  and  nail  up  tight  with      i-inch  nails. 

WHEN  THE  PANELS  ARE  LAID  SQUARE  WiTH  THE  ROOM  the  general  directions  for  pulling  up  are:  I'irst  put  up  the  panels,  as 
they  are  of  definite  size,   and   the   width  of  borders  and  cove  may  be  varied  to  suit  them  ;  next  put  on  the  border,  then  the  cove,  and  lastly  the  mouldings. 


•       TO  PUT  UP  CORRUGATED  IRON  CEILINGS. 

These  ceilings  are  put  up  on  irring  strips.  They  are  usually  '^  inch  thick  and  3  inches  wide.  (Strips  should  be  '  inch  wider  than  the 
moulding  which  is  to  be  nailed  upon  1  em.)  Tl. inner  strips  should  be  used  where  necessary.  Tliey  are  na'led  to  the  joists  with  wire  nails,  and 
must  be  level  and  straight.  Tlie  plan  sent  wah  ev^'^y  ceiling  shows  the  proper  placing  of  these  strips.  Where  there  is  plaster  on  the  ceiling 
longer  nails  are  required  to  reach  the  joists.  The  sheets  are  held  up  by  one  man  on  ;i  straight  edge  or  level  support,  while  another  nails  around 
the  edge  with  small  wire  nails.  The  dilKrent  sheets  are  marked  so  that  no  confusion  need  arise.  (We  always  send  the  nci'essary  nails  for  the  iron 
work.)  If  there  is  ;i  cornice,  a  wall  strip  must  he  put  on,  and  the  cove,  whether  plain,  corrugated,  or  beaded,  is  tacked  to  it  on  the  bottom  edge 
and  to  llie  first  furring  strip  at  the  lop.  The  iiiouldings  are  then  put  on  ;  those  for  the  panelled  ceilings  art  sent  in  such  lengths  thai  the  joints 
will  come  at   their  intersection,  and  so  be  co\ered  with   rose'tes. 

YOU   SHOULD   BEAR   IN   MIND  THAT,  in  order  to  have  satisfactory  information   in  regard  10  our  ceilings    you   mu't  give  us  s  itisfactory 
infoimation  as  to  your  wants.     To  enable  us  to  properly  fill  an  order,  or  to  estimate  on  a  ceiling,   we  must   liave  accurate  information  ar.d  me  isures 
A  diagram  of  t)ie  ceiling  is  best,   with  the  measurements  marked  upon    it.         This    diagram    should    show    all    stair   or   elevator    openings,    chimtieys, 
or  other  |irojeclions,    where   window   frames   or  other   woodwork   will   inli-rfere   with   tl;e   cornice,   the   location   of  the    chandeliers,    ami    the  direction    the 
joists  run. 
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30  Days 


To  tt)e  Trade. 


E  ;iro  sometimes  favored  with  orders  from  those  who  are  not  engaged  in  mercantile  affairs,  or  so 
recently  cominenced  that  they  are  not  reported  by  the  Commercial  Agencies  — R.  G.  Dun  &  Co. 
or  The  Bradstreet  Co.  While  such  buyers  of'en  prove  to  be  most  thoroughly  responsible, 
yet  our  rule  is,  in  executing  orders  from  customers  not  favorably  rated  by  the  Commercial 
.-Vgencies,  or  not  furnishing  satisfactory  references,  to  make  shipments  to  our  own  order,  and 
to  send  Sight  Draft  with  Hill  of  Lading  attached  thereto,  through  Bank  or  Kxpress  for 
collection. 

An  itemi/;ed  Invoice  for  all  the  goods,  in  such  c.ises,  is  mailed  direct  to  the  customer,  together  with 
a  letter  of  advice,  stating  the  total  amount  of  our  Draft,  and  the  name  of  the  I'ank  through  which  we 
have  drawn.  The  Bill  of  Lading  is  full  evidence  of  shipment  of  materials  in  good  order,  and  we  guar- 
antee them  to  be  first-ciass  and  as  represented  in   Invoice  and   Bill  of  Lading. 

To  make  this  method  even  more  satisf.ictory,  we  authorize  the  Bank  to  hold  our  Draft  until  arrival 
ol  goods,  when  our  customers  request  them  to  do  so.  We  will  be  ,)ieased  to  have  our  customers  info.m 
us,   when  ordering,  to  what   B.ink  they  prefer   Draft   sent   for  collection. 

Prices  are  t'or  goods   I'.O.H.   Oshawa.       We  do  not  ch.irge  for  Boxes. 


Prices  are  .strbjecl  to  cbanov 
(I)  it  bout  I'urtber  notioc. 


i 


WE   AHE    THE    LAHGEST    CONCERN    UNDER    THE    BRITISH    FLAG    MANUFACTURING 
SHEET    METAL    BUILDING    MATERIALS. 


